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OLL 84-2896 
14 August 1984 


MEMORANDUM FOR: See Distribution 


VIA: 

FROM: 


SUBJECT : 


Chief, Liaison Division/OLL 
Liaison Division/OLL 

H.R. 6011: To establish a commission to 
review Federal retirement systems 


STAT 


1. Attached for your information is a copy of H.R. 
6011: To establish a commission to review Federal retire- 

ment systems. The bill was introduced on 24 July 1984 by 
Bill Archer (R., TX) who represented the conservative point 
of view as a member of Reagan's National Commission on 
Social Security Reform. 


2. The bill was referred jointly to the Committees on 
Armed Services and Post Office and Civil Service and are now 
in Subcommittee. Subcommittee staffers report that there is 
not sufficient time for the bill tg go anywhere this year. 


Attachment : 
as stated 


OLL/LD 


STAT 


aw 0-4 August 1984) 


STAT 


Distribution: 

1 - D/Pers w/o att. 
DD/EB&S/OP w/att. 
DD/PA&E/OP w/att. 
OLL/LEG w/o att. 

OLL Record w/o att.y- 
OLL Chrono w/o att. 

w/att . 


1 

1 

1 

1 

1 

1 

1 


Sub j . 
Chrono 


w/o att. 


STAT 
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